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224 -Mr. Cartwright 1 s Vifton . 

gine work* the prejfure muft a& only on one fide of the pifton 

at a time ! 

In Mr. C/s engine, the pifton is not intended to adapt it-* 
felf to inequalities in the cylinder * y all inequalities are firft 
removed. In the working, the pifton afeends in vacuo , by* 
the momentum communicated to the fly-wheel; therefore 
at that time there is no preffure on either the upper or under 
fide of the pifton^ and the fprings are in full a£tion, preffing, 
lightly and uniformly, the whole circumference of the rings 
againft the cylinder. When the pifton reaches the top of 
the cylinder it raifes the fteam valve $ and the fteam then 
entering afts only on the upper fur face of the pifton y and 
forces it to defcend \ but, condenfation having taken place 
below the pifton, the whole under fpace is a vacuum, more 
or lefs {fcrfeft, and therefore there can be no reafting 
power to perform the office of the vice ! 

Whether this contrivance will anfwer for pumps and 
other hydraulic apparatus, is not the prefent inquiry. It 
will be time enough to give an opinion on that point when 
we fee what mode of conftru&ion may be ufed in fuch an 
application of the invention. A. T. 


ERRATUM. 

In our last Number, page 111, in the Recipe for preparing the 
oxygenated Ointment, for Nitric Acid ^ij read ^ij. 



